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क्रमांक 22 ] 


भोपाल , शुक्रवार , दिनांक 2 जून 2017 - ज्येष्ठ 12, शक 1939 


भाग ४ 


( क ) ( 1 ) मध्यप्रदेश विधेयक , 
( ख ) ( 1 ) अध्यादेश , 
( ग ) ( 1 ) प्रारूप नियम , 


विषय - सूची 
( 2 ) प्रवर समिति के प्रतिवेदन , 
( 2 ) मध्यप्रदेश अधिनियम , 
( 2 ) अन्तिम नियम . 


( 3 ) संसद में पुरःस्थापित विधेयक . 
( 3 ) संसद् के अधिनियम, 


भाग ४ ( क ) -कुछ नहीं 


भाग ४ ( ख ) -कुछ नहीं 


भाग ४ ( ग ) 


अंतिम नियम 


HIGH COURT OF MADHYA PRADESH 


PRINCIPAL SEAT, JABALPUR 


No. 02 - OSD - Rules 


Jabalpur, dated 22nd May 2017 


ANNEXURE - A 


THE MADHYA PRADESH HIGH COURT SUPERINTENDENCE OF TRIBUNALS RULES , 1998 


At the end of Sub -Rule (1 ) of Rule 5 , the following paragraph shall be added : 


- 


" In discharge of such function it will be within the right of the Chief Justice , Administrative Judge or any 

nominated Judge of the High Court to take assistance from the District Judge ( Inspection ) or any 
Officer of Registry of High Court to inspect the Tribunal and collect information and seed report 
thereon ". 
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ANNEXURE - B 


THE HIGH COURT OF MADHYA PRADESH RULES, 2008 
Amendment in Rule 2 (7 ) Chapter IV of High Court of M.P. Rules , 2008 regarding following subjects : 


(i) Rule (sub - rule 7 (d ) (3 ) to ( 10 ) of rule (2 ) of Chapter IV ) is deleted and substituted by the 

following : 


Sub -rule 7 (d ) of rule 2 of Chapter IV - Any challenge to an interlocutory or final order passed by a 

Tribunal or Authority, whose chairperson is a former Judge or Chief Justice of any High Court 
shall be heard by a Division Bench . 


(ii) 


Chapter IV Rule 2 ( 7 ) (j) is deleted and substituted by the following : 


(j) 


Challenging the orders or proceedings under the Prevention of Corruption Act, 1988 . 


IN CHAPTER IV AFTER RULE 2 (7 ) (I) FOLLOWING SUB -RULES SHALL BE INSERTED 


(iii ) 


(k ) relating to State Bar Council/District Bar Associations/High Court Bar Associations/other Bar 

Associations. 


(iv ) 


(1) relating to mines & Minerals and Environment. 


( v ) 


(m ) involving construction of National Highways . 


( vi) 


(n ) relating to Street Vendors /Vending . 


(vii ) 


(0) pertaining to Municipal Corporation/Municipalities/Other Local Bodies relating to encroachment, 

removal, hoarding , obstructions on public roads arising from the directions in the public interest 
litigation . 


( viii) 


(p ) Notwithstanding anything contained in these rules, any case or class of cases may be ordered 

to be placed before Division Bench as may be ordered by the Chief Justice from time to 
time. 


Amendment in sub -rule 2 of rule 3 of Chapter IV 
Between the words " rule 4 (4 )” and “ of this chapter" insert “ sub -rule 12 of rule 4 ” . The amended rule 

read as under : 


Criminal Revision . - All criminal revisions except those specified in rule 4 (4 ) and sub - rule 12 of rule 4 

of this chapter. 


Amendment in sub - rule 3 of rule 3 of Chapter IV 


After the words " to another,” add except those specified under sub-rule 12 of rule 4 of this chapter." . 

The amended rule will be read as under : 


Transfer Application - An application for transfer of a criminal case from one subordinate Court to 

another except those specified under sub -rule 12 of rule 4 of this chapter. 


Amendment in sub -rule 6 of rule 3 of Chapter IV 


After the words “ Procedure, 1973 " add the words “ except those specified under sub rule 12 of rule 4 of 

this chapter " . The amended rule will be read as under : 


Application invoking inherent powers-- An application under section 482 of the Code of Criminal 

Procedure . 19730 except those specified under sub rule 12 of rule 4 of this chapter. 
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Amendment in sub - rule 12 of rule 4 of Chapter IV 


Sub rule 12 of rule 4 in the Chapter IV is deleted and substituted by the following :: 


Criminal Revision , Transfer Applications, Application invoking powers arising from corruption cases- 

Criminal Revision , Transfer application , application invoking inherent powers arising from cases 
under the provision of Prevention of Corruption Act, 1988 . 


Amendment in sub rule 2 of rule 45 of Chapter X 


Insert in between the words " order" and word " and " add the word " and if any annexure filed shall be 

certified as true copy by the filing advocate or by the party " . The amended rule will be read as 
under : 


( 2 ) Every such memorandum , petition or application , shall be accompanied by a certified copy of the 

impugned judgment or order and if any annexure filed shall be certified as true copy by the 
filing advocate or by the party and that of the judgement or order of the Court of first instance 
where the impugned judgment or order was passed in an appeal or a revision . Provided that the 
Court may dispense with the requirement of filing certified copy of the order of the Court of 
first instance at the stage of admission if a true copy thereof is filed on affidavit or a copy thereof 
is certified as true by the Counsel. 


Amendment in rule 54 of Chapter X 


After the word “ crime number ” add the word “ and if any annexure filed shall be certified as true copy by 

the filing advocate or by the party” . The amended rule will be read as under : 


54. An application under section 438 and 439 of the Code of Criminal Procedure , 1973 , shall, as far as 

possible be in the Format Nos. 13 and 14 respectively , and shall contain name of the police 
station and crime number and if any annexure filed shall be certified as true copy by the filing 
advocate or by the party . 


Amendment in Chapter XV of High Court of Madhya Pradesh , Rules , 2008 regarding process fees. 


CHAPTER XV 
PROCESS AND PROCESS FEES 


1. At the time of presentation of a case , the process fee at the rate per respondent/non - applicant prescribed 
by notification by the High Court, shall be deposited and amalgamated with the Court fee . 


2 . Whenever notice is ordered to be issued to any party the party at whose instance the notice is to be 
issued , supply as many copies of memorandum of appeal, objection , petition or application , as the case may be , 
and any affidavit filed in support thereof and in case of a second appeal, the substantial question (s) of law on 
which the same is admitted , as there are persons to be served : 


Provided that the time required for obtaining a certified copy of the order sheet containing the substantial 
question (s) of law on which the second appeal is admitted , shall be excluded : 


Provided further that in all civil matters, notices to the Public Officers and Corporations shall be sent in the 
prescribed forms by registered or speed post or approved courier service-acknowledgement due . 


3. No party to a proceeding other than the State of Madhya Pradesh shall be exempt from the payment of 


process fee. 
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4. If the necessary documents are not filed , the case shall be posted as a defective case before the Registrar 
who may in his discretion , either grant further time for filing the documents or may direct that the proceedings be 
placed forthwith before the appropriate Bench for orfers: 


Provided that where an interim relief has been granted by the Court in favour of the defaulting party, the 
case shall forthwith be placed before the appropriate bench for orders . 


5. ( 1) The process application shall be made in Form No. 27. The application shall state the number and 
class of the proceeding, the value of the claim in suit and /or appeal, details of the processes to be issued , and 
particulars and full address of the parties on whom the notices are to be served . If the address so given is registered 
address within the meaning of Order VII, rule 19 and Order VIII, rule 11 (both Madhya Pradesh amendments ) of 
the code of Civil Procedure, 1908 , the letters " R.A." shall be placed before the address . 


(2 ) A party desirous of an acknowledgement of the process application shall file the same in duplicate for 


the purpose . 


(3 ) The application , referred to in sub-rule ( 1) above , may be filed in the presentation centre within the period 
allowed or may be sent by registered post, addressed to the Registrar, in time to reach the Court within the period 
allowed . 


6. Where the Court has admitted a writ petition for final hearing , the petitioner shall, for issuing notices to 
the respondents , deposit the duly filled notice forms and requisite number of copies of paginated petition , annexure , 
index and file - sized envelopes . 


7. True copy of the writ petition together with annexure and affidavit, duly attested by the petitioner or his 
advocate , shall be served with the notice . 


8. The Section Officer shall , having regard to the state of the file , fix a date to be entered in the notice for 
appearance and reply of respondents within the period prescribed by the Court and where the time is not prescribed 
by the Court, the date to be so fixed , shall not be beyond eight weeks. 


9. If the following criminal cases are admitted for final hearing , notice of the same shall be issued to the 
Advocate -General : 


( 1) an appeal by an accused person against the decision of a Court of Session ; 


( 2) a petition by a private person for revision of a judgement or order a court of Session ; 


( 3) proceedings regarding the transfer of a case ; 


(4 ) an appeal or a reference for confirmation of capital punishment in murder cases; 


(5 ) in all cases of enhancement of sentence when the Court considers that there is a prima facie case therefor. 


10. In criminal cases , involving offences punishable with capital sentence but the same has not been imposed 
a notice shall issue to the Advocate -General for considering whether an appeal against acquittal or an application 
for enhancement of sentence be filed . Cases in which such notice has been given , shall not be posted for disposal 
until expiry of two weeks from the date of issue of such notice. If in such a case , the Government gives a notice 
of an appeal within the said period of two weeks, the appeal originally filed by the accused and the appeal or 
application filed by the Government shall be posted for analogous hearing. 


11. (1) Where a notice in a Writ Petition has been issued by registered post-acknowledgement due , prepaid 
and properly addressed and neither the envelope containing the notice nor the acknowledgement has been received 
back , for a period of 30 days from the date of issue of notice, the office shall presume that notice has been duly 
served . 
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(2 ) In such a case, after expiry of aforesaid period of 30 days, the concerned Dealing Assistant shall submit 
a report to Deputy Registrar ( judicial), who shall after verifying as to whether the envelope, containing the notice 
or the acknowledgement has been received in the office and in case it is not so received , shall certify that the 
notice has been duly served . Such certification in following format shall be placed before the Court 


“ The notice has been duly served , as it was sent by registered post-acknowledgement due, pre - paid and 

properly addressed and neither the envelope, containing the notice nor the acknowledgement has 
been received back after a period of 30 days from .... ( the date of issue of notice .)" 


ANNEXURE - C 


THE HIGH COURT OF MADHYA PRADESH FAMILY COURT RULES , 1988 


After Rule 9 (2 ), following shall be inserted . 


Rule 9 (3 ) — 


( a ) 


Whenever any fresh suit or proceedings is presented before a Family Court, the Family Court, 
after registration as per sub- rule ( 1), at the first instance , shall issue a notice without a copy of 
application or petition , as the case may be, to respondent to appear and explore the feasibility of 
amicable settlement. The notice shall mention the relief claimed only. 


( b ) 


The Family Court , on appearance of respondent, shall proceed with the procedure laid down under 
sub Rule 2 of Rule 6 . 


( c ) 


If all efforts to arrive at amicable settlement do not yield positive results, the Family Court shall 
cause to be delivered a copy of application or petition , as the case may be , to the other party at 
the expense of the applicant or petitioner. 


No. 3 -OSD -Rules 


Jabalpur, dated 22nd May 2017 


Regarding errors in the publication of amendment in the High Court of Madhya Pradesh Rules, 2008. 


Under the subject cited above it is stated that there are topographical/clerical mistake in the amended High 
Court of Madhya Pradesh Rules, 2008 published in Official Gazette on 30th December 2016 . 


In this connection it is submitted that the amendment notified in Chapter IV after Rule 5 as Rule 5 A has 
been notified as approved by the Hon ble Committee but due to topographical/Clerical mistake it has been notified 
" to be added after Rule 5 of Chapter IV as 5A " rather it should be as “ Sub -Rule 5 (a ) of Rule 4 of 
Chapter IV ” . 


Therefore, you are requested to further notify the aforesaid Rule at correct place . 


SATYENDRA KUMAR SINGH , 

Principal Registrar ( Vig .) 
for Registrar General. 


236 


मध्यप्रदेश राजपत्र, दिनांक 2 जून 2017 


[ भाग 4 ( ग ) 


ऊर्जाविभाग 


मंत्रालय , वल्लभ भवन , भोपाल 


दिनांक 27 मई 2017 


क्रमांक 3367 / एफ - 5-6 / 2016 / तेरह : विद्युत् अधिनियम, 2003 ( 2003 का 36 ) 
की धारा 180 की उप - धारा ( 2) के खण्ड (ण ) द्वारा प्रदत्त शक्तियों को प्रयोग में लाते हुए 
तथा इस विभाग की अधिसूचना क्रमांक एफ - 5-06 / 2006 / तेरह दिनांक 29 नवम्बर, 
2011 को अधिष्ठित करते हुए, राज्य सरकार , एतद्द्वारा, उक्त अधिनियम की धारा 162 के 
अधीन प्रदत्त शक्तियों तथा कृत्यों के मुख्य अभियंता (विद्युत् सुरक्षा) एवं मुख्य विद्युत् 
निरीक्षक , अधीक्षण यंत्री (विद्युत् सुरक्षा) एवं उप मुख्य विद्युत् निरीक्षक , कार्यपालन यंत्री 
(विद्युत् सुरक्षा) एवं संभागीय विद्युत् निरीक्षक , सहायक यंत्री (विद्युत् सुरक्षा) एवं सहायक 
विद्युत् निरीक्षक तथा उपयंत्री द्वारा प्रयोग हेतु विद्युत् संस्थापनाओं के निरीक्षण तथा 
अनुमोदन के लिए फीस उद्गृहीत करने हेतु निम्नलिखित नियम बनाती है, अर्थात्: 

नियम 


1 . 


संक्षिप्त नाम , विस्तार और प्रारंभ. 


- 


(1) इन नियमों का संक्षिप्त नाम विद्युत् संस्थापनाओं के निरीक्षण तथा अनुमोदन के लिए फीस 

का उद्ग्रहण ( मध्यप्रदेश ) नियम , 2017 है । 
( 2) इसका विस्तार सम्पूर्ण मध्यप्रदेश पर होगा । 
( 3) ये मध्यप्रदेश राजपत्र में इनके प्रकाशन की तारीख से प्रवृत्त होंगे । 
परिभाषाएं. 


2 . 


- 


- 


इन नियमों में , जब तक कि संदर्भ से अन्यथा अपेक्षित न हो , 


( 1 ) 


( क ) " अधिनियम " से अभिप्रेत है, विद्युत अधिनियम ( 2003 का 36 ) ; 
( ख ) " विनियम " से अभिप्रेत है, केन्द्रीय विद्युत् प्राधिकरण (विद्युत् सुरक्षा तथा विद्युत् 

आपूर्ति संबंधी उपाय ) विनियम, 2010 ; 
(ग ) “ अनुसूची " से अभिप्रेत है, इन नियमों से संलग्न अनुसूची । 


(2 ) उन शब्दों तथा अभिव्यक्तियों के जो इन नियमों में प्रयुक्त हुए हैं किन्तु परिभाषित नहीं 

किए गए हैं के वही अर्थ होंगे जो विद्यत् अधिनियम , 2003 ( 2003 का 36) तथा केन्द्रीय 
विद्युत् प्राधिकरण ( सुरक्षा तथा विद्युत् आपूर्ति संबंधी उपाय) विनियम , 2010 में समनुदेशित 
किए गए हैं । 
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3. 


उच्च दाब तथा अति उच्च दाब संस्थापनाओं के साथ संस्थापित मध्यम दाब उपस्करों पर कोई 
निरीक्षण फीस देय नहीं होगी , किन्तु उच्च दाब तथा अति उच्च दाब संस्थापनाओं में प्रत्येक 
बूस्टर, कैपेसिटर बैंक, जनरेटर, रियेक्टर, मोटर, ट्रांसफार्मर, ब्रेकर / पैनल के लिए फीस उनकी 
क्षमता के अनुसार प्रत्येक उपकरण पर भाग - एक (2) की अनुसूची में विनिर्दिष्ट दरों पर देय 


होगी । 


4 . 


मध्यमदाब / उच्च दाब / अति उच्च दाब की संस्थापनाओं में स्थापित जनरेटर के लिए फीस 
भाग - एक (2 ) की अनुसूची में विनिर्दिष्ट दरों पर देय होगी । 


5 . 


6 . 


7 . 


नवीन विद्युत् स्थापना अथवा संस्थापना के परिवर्धन / परिवर्तन के रेखाचित्र के अनुमोदन हेतु 
निरीक्षण फीस की दर की अस्सी प्रतिशत, अनुसूची में विनिर्दिष्ट किए गए अनुसार अग्रिम रूप से 
भुगतान करनी होगी । परन्तु यह कि निरीक्षण के समय निरीक्षण हेतु फीस अलग से देय होगी । 
सिनेमा, एक्सरे, उच्च दाब निओनसाइन ट्यूब, लिफ्ट, एस्केलेटर एवं जनरेटर के प्रत्येक मामले में 
अलग - अलग निरीक्षण फीस देय होगी । 
विवाह स्थल / भवन / नर्सिंग होम / अस्पताल / होटल / शॉपिंग मॉल की आन्तरिक स्थापना की 
निरीक्षण फीस अनुसूची के भाग - दो ( एक ) के (1) एवं (3) में विनिर्दिष्ट दर के अनुसार देय होगी 
तथा इन संस्थापनाओं में संस्थापित ट्रांसफार्मर तथा जनरेटर, इनभरटर, कन्भरटर की निरीक्षण 
फीस अनुसूची के भाग - एक ( 2) में यथा विनिर्दिष्ट के अनुसार देय होगी । 
जहां कहीं भी मशीनरी या उपस्कर की क्षमता का निर्धारण किया गया हो , वहां किलोवाट के 
स्थान पर “किलोवोल्ट् एम्पीयर्स या बी.एच.पी. या के.वी.ए.आर. पढ़ा जाएगा । 
शासन के वाटर वर्क्स, सीवेज पम्पिंग स्टेशन को निरीक्षण फीस के उद्ग्रहण से छूट प्रदान की 
जाती है । 


8 . 


9 . 


10. 


मध्यम दाब / उच्च दाब / अति उच्च दाब संस्थापना में स्थापित एस्केलेटर अथवा लिफ्ट स्थापित 
करने हेतु निरीक्षण फीस अनुसूची भाग - तीन (2) मे विनिर्दिष्ट दरों के अनुसार देय होगी । 
सिनेमा स्थापना में लगे जनरेटर या कूलिंग प्लांट के लिए निरीक्षण फीस पृथक से देय नहीं होगी 


11. 


12 . 


फीस का भुगतान 


फीस का भुगतान स्वामी या उसके अभिकर्ता द्वारा शासकीय कोषालय में निम्नलिखित शीर्ष के 
अधीन किया जाएगा; 
सिनेमा को छोड़कर संस्थापनाओं : 0043 - विद्युत् पर कर तथा फीस, 
के लिए राजस्व शीर्ष 

102 – भारतीय विद्युत् नियमों के अधीन फीस 
सिनेमा के लिए राजस्व शीर्ष 0043 – विद्युत् पर कर तथा फीस, 

103 - सिनेमाओं के बिजली सम्बन्धी निरीक्षण फीस 


के लिए 


तथा कोषालय का चालान विद्युत् निरीक्षक अथवा सहायक विद्युत् निरीक्षक को भेजा जाएगा । 


13. 


फीस का भुगतान नीचे दर्शाई गई तारीखों के पूर्व किया जाएगा ; 


( 1) 


भाग - दो (एक ) ( 2) एवं ( दो ) ( 2) से भिन्न विद्यमान संस्थापनाओं के लिए फीस का 
भुगतान प्रत्येक वर्ष एक मई के पूर्व किया जाएगा । मध्यप्रदेश पूर्व / पश्चिम / मध्य क्षेत्र 
विद्युत् वितरण कम्पनी लिमिटेड , मध्यप्रदेश पॉवर ट्रांसमिशन कम्पनी लिमिटेड एवं मध्य 
प्रदेश पॉवर जनरेटिंग कम्पनी लिमिटेड की संस्थापनाओं के लिए फीस का भुगतान , 
निरीक्षण के उपरांत बिल की प्राप्ति के दिनांक से एक माह के भीतर किया जाएगा । 
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( 2 ) भाग - दो ( दो ) ( 2) के अधीन आने वाली संस्थापनाओं के लिए संबंधित अर्द्धवार्षिक फीस 

का भुगतान एक मई तथा एक नवम्बर के पूर्व किया जाएगा । उपरोक्त तारीखों पर 
संस्थापना उपयोग में नहीं लाए जाने की दशा में प्रत्येक अर्द्ध वर्ष के लिए फीस का 

भुगतान संस्थापना के उपयोग करने के पूर्व किया जाएगा । 
( 3) ऐसी नवीन उच्च दाब / अति उच्च दाब / ई एच टी / जनरेटर, संस्थापनाएं या नए 

सिनेमा के लिए , जिसमें उनके परिवर्धन या परिवर्तन भी सम्मिलित हैं , फीस का भुगतान 
अग्रिम में किया जाएगा और कोषालय चालान विद्युत् निरीक्षक अथवा सहायक विद्युत् 
निरीक्षक को , ऐसी संस्थापना के निरीक्षण या अनुमोदन के लिए आवेदन पत्र के साथ 
भेजा जाएगा । नवीन संस्थापनाओं के लिए निरीक्षण फीस, अनुसूची में भाग - एक (2) में 

यथाविनिर्दिष्ट दर की 150 प्रतिशत देय होगी । 
( 4) अन्य नई संस्थापनाओं जिनमें उनका परिवर्धन या परिवर्तन भी सम्मिलित है और मौसमी 

कारखानों के लिए फीस का भुगतान संस्थापनाओं को उपयोग में लाये जाने के पूर्व 

किया जाएगा । 
( 5) अतिरिक्त निरीक्षण के लिए देय फीस का भुगतान प्रत्येक मामले में विद्युत् निरीक्षक द्वारा 

विनिर्दिष्ट की गई तारीख के पूर्व किया जाएगा । 
(6 ) भाग - एक (6) प्रवर्ग के अधीन स्थापनाओं के लिए फीस का उदग्रहण केवल ऐसे प्रत्येक 

पश्चात्वर्ती निरीक्षण के लिए किया जाएगा जो विद्युत् अधिनियम, 2003 या उसके 
अधीन बनाये गये नियमों या विनियमों के उपबंधों में से किसी उपबंध के भंग होने के 
कारण आवश्यक हो गया हो । एक ही पोल से ली जाने वाली प्रत्येक सर्विस लाईन की 
फीस का भुगतान अलग - अलग किया जाएगा । 


15. 


16. 


14. खण्ड (13) में दर्शाई गई तिथि के पूर्व फीस का भुगतान नहीं किए जाने की दशा में देय फीस 

में 20 प्रतिशत की वृद्धि की जाएगी । 
निरीक्षण या अतिरिक्त निरीक्षण नहीं किये जाने की दशा में , संदत्त फीस का समायोजन 
पश्चात्वर्ती वर्ष अथवा छह माही में किए जाने वाले भुगतान के विरूद्ध किया जाएगा 
यदि किसी नई संस्थापना का उपयोग वित्तीय वर्ष के अंतिम दो माह के दौरान किया जाता है , 
तो संदत्त वार्षिक फीस के संबंध में यह समझा जायेगा कि वह उसका भुगतान उस वर्ष की , 
जिसमें कि फीस का भुगतान किया गया है, अल्प कालावधि के तथा साथ ही आगामी वित्तीय 

वर्ष की पूर्ण कालावधि के लिए किया जा चुका 
17. यदि किसी संस्थापना का निरीक्षण किए जाने के पूर्व ही उसे विच्छेदित (डिस्कनेक्ट ) कर दिया 

गया हो या हटा दिया गया हो , तो कोई फीस प्रभारित नहीं की जाएगी । 
18. किसी मोटर या अन्य साधित्र की दशा में , जिसे 15 दिन से अनाधिक की कालावधि के लिए 

ऊर्जीकरण के प्रयोजन के लिए संस्थापित किया गया हो तो .कोई फीस प्रभारित नहीं की 
जाएगी । 

इस अधिसूचना के प्रयोजन के लिए " वर्ष से अभिप्रेत वित्तीय वर्ष है । 
20. विहित की गई फीस दर्शाई गई निरीक्षण की आवृत्ति के अनुसार प्रत्येक नियतकालिक निरीक्षण 

के लिए देय होगी । प्रथम या प्रारम्भिक निरीक्षण के सम्बन्ध में यह समझा जायेगा कि वह उस 
कालावधि के लिए जिसमें कि निरीक्षण किया गया हो , नियतकालिक निरीक्षण है । विद्युत् 
अधिनियम , 2003 या उनके अधीन बनाए गए नियमों तथा विनियमों या सिनेमाटोग्राफ नियम तथा 
विनियम के उपबन्धों में से किसी भी उपबंध का भंग पर किए गए प्रत्येक अतिरिक्त निरीक्षण पर 

पूर्व में लिए निरीक्षण फीस 50 प्रतिशत प्रभारित की जाएगी । 
21. परीक्षण की फीस भाग - चार में उद्गृहीत है । 


19 . 


. 
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निरीक्षण फीस हेतु अनुसूची 


भाग - एक 


250 वोल्ट तक, 250 वोल्ट से अधिक तथा 650 वोल्ट तक एवं 650 वोल्ट से 
अधिक की उपभोक्ता , उत्पादक , लायसेन्सी एवं फ्रेन्चायजी की विद्युत् संस्थापनाओं का 
निरीक्षण एवं परीक्षण फीस 
संस्थापना का वर्ग स्थापना की क्षमता प्रत्येक निरीक्षण | निरीक्षण की 

के लिए फीस आवृत्ति 


रु . में 


( 3 ) 


. 


(1 ) ( 2 ) 

( 4) 
(1) उपभोक्ताओं की संस्थापनायें (सिनेमा / जनरेटिंग स्टेशन को छोड़कर) 
उपभोक्ताओं, जनरेटिंग 1. कृषि पम्प 

20 

5 वर्ष में एक 
कंपनी ट्रांसमिशन कम्पनी 

बार 
वितरण कंपनी, फ्रेंचाइजी | 2. अन्य संस्थापनाएं 
की स्थापनाएं 

क- 10 हा.पा. ( अश्व शक्ति) तक 
( एक ) आटा चक्की (ग्रामीण ) 

100 
( दो ) आटा चक्की ( शहरी ) 

200 

वर्ष में एक बार 
( तीन ) अन्य 

200 
ख- 10 हा.पा. ( अश्व शक्ति) से 300 

अधिक और 50 हा.पा. ( अश्व 

शक्ति ) तक 
ग- 50 हा.पा. ( अश्व शक्ति ) से 

500 
अधिक 

( 2) 250 वोल्ट तक एवं 

उससे अधिक की विद्युत् संस्थापनाएं 
ट्रांसफार्मर , बूस्टर, केपेसिटर्स बैंक, रियेक्टर, पावर स्टेशन, मोटर एवं जनरेटिंग सेट 
उपभोक्ताओं, जनरेटिंग 1. 25 के.व्ही.ए. तक 

300 
कंपनी ट्रांसमिशन कम्पनी 2. 25 के.व्ही.ए. से अधिक और 

1000 

वर्ष में एक बार 
वितरण कंपनी, फ्रेंचाइजी 100 के.व्ही.ए. तक 
की स्थापनाएं 3. 100 के.व्ही.ए. से अधिक और 

2000 
500 के.व्ही.ए. तक 
4. 500 के.व्ही.ए. से अधिक और 

4000 
1000 के.व्ही.ए. तक 
5. 1000 के.व्ही.ए. से अधिक और 

6000 
5000 के.व्ही.ए. तक 
6. 5000 के.व्ही.ए. से अधिक और 

12000 
10000 के.व्ही.ए. तक 
7. 10000 के.व्ही.ए. से अधिक और 

16000 
50000 के.व्ही.ए. तक 
8. 50000 के.व्ही.ए. से अधिक 

20000 


. 
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. 


के समय 


( 3) 650 वोल्ट से अधिक क्षमता की स्थापना के ब्रेकर / पेनल 
उपभोक्ताओं, जनरेटिंग 1. 11 के.व्ही.तक 

500 
कंपनी ट्रांसमिशन कम्पनी 2. 11 के.व्ही. से अधिक और 

1000 
वितरण कंपनी, फ्रेंचाइजी 33 के.व्ही. तक 
की स्थापनाएं 3. 33 के.व्ही. से अधिक और 

नवीन / 

2000 
132 के.व्ही . तक 

परिवर्धन / परिवर्तन 

के समय 
4. 132 के.व्ही. से अधिक और 

3000 
220 केव्ही तक 
5. 220 के.व्ही. से अधिक और 

4000 
400 के.व्ही . तक 
6. 400 के.व्ही. से अधिक 

5000 
( 4) 650 वोल्ट से अधिक ओवरहेड लाइन की नवीन स्थापना 
उपभोक्ताओं, जनरेटिंग लाइन के प्रत्येक सर्किट और 
कंपनी ट्रांसमिशन कम्पनी किलोमीटर या उसके भाग के लिए 
वितरण कंपनी, फ्रेंचाइजी 1. 11 के.व्ही तक 

200 
की स्थापनाएं 2. 11 के.व्ही से अधिक और 

500 

नवीन / 
33 के.व्ही तक 

परिवर्धन / परिवर्तन 
3. 33 के.व्ही से अधिक और 

1000 
132 के.व्ही तक 
4. 132 के.व्ही से अधिक और 

2000 
220 के.व्ही तक 
5. 220 के.व्ही से अधिक और 

3000 
400 के.व्ही तक 
6. 400 के.व्ही से अधिक 

5000 
( 5) 650 वोल्ट एवं उससे अधिक वोल्ट वाले केबल्स / बसडक्ट 

( ओवरहेड लाइन को छोड़कर) की नवीन स्थापना 
उपभोक्ताओं, जनरेटिंग 1. 11 केव्ही तक 
कंपनी ट्रांसमिशन कम्पनी अ- प्रथम 100 मीटर या 

500 
वितरण कंपनी, फ्रेंचाइजी उसके भाग के लिए 
की स्थापनाएं ब- प्रत्येक अतिरिक्त 100 मीटर 

200 
या उसके भाग के लिए 
2. 11 के.व्ही से अधिक 

परिवर्धन / परिवर्तन 
33 के.व्ही तक 
अ- प्रथम 100 मीटर या 

1000 
उसके भाग के लिए 
ब- प्रत्येक अतिरिक्त 100 मीटर 

500 
या उसके भाग के लिए 
3. 33 केव्ही से अधिक 
अ- प्रथम 100 मीटर या 

2000 
उसके भाग के लिए 
ब- प्रत्येक अतिरिक्त 100 मीटर 

1000 
या उसके भाग के लिए 


. 


नवीन / 


के समय 


भाग 4 ( ग ) ] 


मध्यप्रदेश राजपत्र, दिनांक 2 जून 2017 


241 
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( 6) - शीर्ष (4) के अन्तर्गत न आने वाली ओवरहेड लाइनें 
उपभोक्ताओं, जनरेटिंग प्रत्येक स्पान के लिए 

50 
कंपनी ट्रांसमिशन कम्पनी । प्रत्येक क्रॉसिंग के लिए 

200 
वितरण कंपनी, फ्रेंचाइजी 
की स्थापनाएं 

भाग - दो धारा 54 (विद्युत् अधिनियम 2003) के अधीन 
( एक ) विद्युत् अधिनियम | (1) विवाह के स्थायी स्थान 
2003 की धारा 54 के 

( क ) 100 के.व्ही.ए तक की 
अधीन स्थापनाएं 

स्थापनाएं 
( 33 के.व्ही. तक की 

( ख ) 100 के.व्ही.ए से अधिक और 
स्थापनाएं ) 

500 के.व्ही.ए तक की 

स्थापनाएं 
( ग ) 500 केव्हीए से अधिक और 

1000 केव्हीए तक की स्थापनाएं 
( घ) 1000 केव्हीए से अधिक 

की स्थापनाएं 
( 2. ) विवाह के लिए अस्थाई स्थान 

1000 


1000 


2000 


वर्ष में एक बार 


3000 


5000 


प्रत्येक संयोजन 


के पूर्व 


3000 


वर्ष में एक बार 


(3) नर्सिंगहोम / अस्पताल / होटल / 

शॉपिंग मॉल 
( क ) 100 केव्हीए तक की 

2000 
संस्थापनाएं 
( ख ) 100 केव्हीए से अधिक 

500 केव्हीए तक की 

संस्थापनाएं 
( ग ) 500 केव्हीए से अधिक की 

5000 
संस्थापनाएं 
( दो )- सिनेमा या अन्य 1. स्थायी सिनेमा या थियेटर या 

2000 
सार्वजनिक 

मल्टीप्लेक्स (प्रति स्क्रीन ) 
मनोरंजन 

2. चलता फिरता ( ट्रेवलिंग) सिनेमा या 1000 
के स्थान 

सार्वजनिक मनोरंजन के अस्थायी 

स्थान ( साधन) 
( तीन) - अन्य उच्च दाब | उपकरण जैसे एक्सरे, निओन साइन , 1000 
संस्थापनाएं 

सी.टी. स्केन आदि 

भाग - तीन : अन्य विद्युत् संस्थापनाएं 
(1)-बहु मंजिला प्रत्येक बहुमंजिला भवन के लिए 

2000 
भवन 
( 2) - लिफ्ट / 

प्रत्येक लिफ्ट / एस्केलेटर संस्थापना 
2000 
एस्केलेटर की 

के लिए 
संस्थापनाएं 


वर्ष में दो बार 


वर्ष में एक बार 


वर्ष में एक बार 


वर्ष में एक बार 
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भाग - चार : साधित्रों का परीक्षण 
मीटरों के परीक्षण तथा अन्य परीक्षणों के लिए निम्नानुसार फीस देय होगी 


( 1 ) 


अनुक्रमांक 


परीक्षण किए गए परीक्षण / उपस्कर का नाम 


देय फीस ( रू 0 प्रति 
मीटर / प्रति परीक्षण ) 


( 1 ) 


( 2 ) 


( 3 ) 


( क ) 


एम्पीयर मीटर, वोल्ट मीटर, वाट मीटर, पावर फैक्टर मीटर, फ्रीक्वेंसी 


200 


मीटर 


इनर्जी मीटर 


20 एम्पीयर तक के 


500 


1000 


20 एम्पीयर से अधिक 
इन्सुलेशन टेस्टर 


( ग ) 


500 वोल्ट 


500 


500 वोल्ट से अधिक 


800 


( घ ) 


ऑयल टेस्ट , डाय इलेक्ट्रिक स्ट्रेन्थ / एसीडिटी टेस्ट 


300 


( ड 


इन्सुलेशन टेस्ट 


निम्न तथा मध्य दाब 


200 


उच्च तथा अति उच्च दाब 


500 


( च ) 


वोल्टेज टेस्टिंग 


200 


( छ ) 


अर्थ टेस्टर 


500 
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विद्युत् साधित्रों तथा अन्य परीक्षणों के परीक्षण हेतु आवेदन का प्ररूप 


प्रति , 


विद्युत् निरीक्षक , 


.......... 


हम उपस्कर / नमूने के परीक्षण के लिए निम्नानुसार ब्यौरे प्रस्तुत कर रहे हैं : 


: 


- 


1. 


उपस्कर का नाम, 


2 . 


3 . 


4 . 


5 . 


उपस्कर के निर्माता का नाम , 
उपस्कर का विनिर्माण क्रमांक , 
उपस्कर की क्षमता तथा वोल्टेज, 
नमूने ( सैम्पल ) का ब्यौरा, 
नमूना ( सैम्पल ) लेने की तारीख, 
नमूना ( सैम्पल ) लेने वाले व्यक्ति का नाम तथा पदाभिधान, 

हम एतद्द्वारा यह करार करते हैं कि विद्युत् निरीक्षक की अभिरक्षा में साधित्रों के रहते 
समय उनमें किसी भी कारण से हुए नुकसान या हानि के लिए मध्यप्रदेश सरकार या विद्युत् निरीक्षक 
से कोई भी प्रतिकार नहीं मांगेगे । 


6 . 


7 . 


स्थान : 


आवेदक के हस्ताक्षर 


दिनांक 


नाम.... 


पदाभिधान 
संगठन का नाम.... 


मध्यप्रदेश के राज्यपाल के नाम से तथा आदेशानुसार, 

इकबाल सिंह बैंस, अपर मुख्य सचिव. 
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Bhopal, the 27th May 2017 


No. 3367 / F - 5-6 / 2016 / Thirteen : In exercise of powers conferred by clause (O ) of 
sub - section (2 ) of Section 180 of the Electricity Act , 2003 (No. 36 of 2003 ) and in 
supersession of this department s Notification no.F.5-06-2006 -XIII dated 29th November, 
2011 , the State Government, hereby , makes following rules for levy of fees for inspection 
and approval of electrical installations by Chief Engineer (Electrical Safety ) and Chief 
Electrical Inspector, Superintending Engineer ( Electrical Safety ) and Deputy Chief Electrical 
Inspector, Executive Engineer (Electrical Safety ) and Divisional Electrical Inspector, 
Assistant Engineer ( Electrical Safety ) and , Assistant Electrical Inspector and Sub - engineer in 
exercise of their powers and execution of functions assigned under section 162 of the said 
Act, namely : 


RULES 


1 . 


( 1 ) 


Short title, extent and commencement 
These rules may be called the Levy of Fees for Inspection and Approval of Electrical 
Installation (Madhya Pradesh ) Rules, 2017 . 
They shall extend to the whole ofMadhya Pradesh . 
They shall come into force from the date of their publication in the Madhya Pradesh 


( 2 ) 


(3 ) 


Gazette . 


2 . Definitions.- ( 1) In these rules, unless the context otherwise requires, 

(a ) " Act” means the Électricity Act, 2003 (No. 36 of 2003) ; 
(b ) “ Regulation ” means the Central Electricity Authority (measures Relating to 

Safety and Electric Supply) Regulation , 2010 ; 
(c ) " Schedule” means the Schedule appended to these rules. 
(2 ) The words and expressions used herein but not defined shall have the same meaning as 

assigned to them the Electricity Act , 2003 (No. 36 of 2003 ) and Central Electricity 
Authority (Measures Relating to Safety and Electric Supply ) Regulation , 2010 . 
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3 . 


No inspection Fees shall be payable on medium voltage equipment installed within 
high voltage and extra high voltage installation , but fees shall be payable for Booster , 
Capacitor Bank , Generator, Reactor, Motor, Transformer, Breaker/Panel installed 
within high voltage and extra high voltage installation at the rate as specified in the 
schedule of Part-I (2 ) on each equipment in accordance to their capacity . 


4 . 


For the generator installed in medium voltage/ high voltage/ extra high voltage 
installation , inspection fees shall be payable at the rate as specified in schedule Part-I 
(2 ). 


5 . 


6 . 


For the approval of drawing of new electrical installation or addition or alteration of 
installation , fees shall be payable in advance at the rate of eighty percent of inspection 
fees as specified in schedule , provided that Inspection fees shall be separately payable 
in the time of inspection . 
Inspection fees for Cinema, X -Ray , High voltage Neon sign tubes, Lift, escalator and 

generator, shall be payable in each case separately . 
7 . For the internal installation of marriage gardens or halls / nursing homes/hospitals/ 

hotels/ Shopping malls inspection fees shall be payable at the rate as specified in of 
Part -II ( one ) of schedule and in case of transformers and generators , installed in these 

installations, inspection fees shall be payable as specified in schedule part - 1 (2 ) 
8 . 

“ KiloVolt amperes" or “ BHP” or “ KVAR ” shall be read instead of " Kilowatts " 
wherever the machinery or equipment is so rated . 
Government water works , sewage pumping stations shall be exempted from the levy of 

inspection fee . 
10 . For Escalator or Lift installed in medium voltage / high voltage/ Extra high voltage 

installation , Inspection fees shall be payable at per the rate as specified in schedule 

Part- III (II ) 
11. Inspection fee for Generator or cooling plants in cinema installation shall not be 

payable separately . 


9 . 


12 . 


Payment of fees - 


The fees shall be paid by the owner or his agent into a Government treasury under the 


head ; 


Revenue Head for installation : 0043 - Taxes and Duties on Electricity 
except cinema 

: 102- Fees under the Indian Electricity Rules and 
Revenue Head for Cinemas : 0043 - Taxes and Duties on Electricity 

103- Fees for the Electrical Inspection of Cinemas 
And the treasury challan shall be sent to the Electrical Inspector or Assistant Electrical 
Inspector 
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13 . 


The fees shall be paid before the date shown below ; 
(1 ) For existing installations except those coming under category part- II (One) ( 2 ) 

and ( Two) (2 ), the fees shall be paid before 15 May in each year . The fees 
payable by the Madhya Pradesh Poorv (Paschim /Madhya Kshetra Vidhut Vitran 
Company Limited , Madhya Pradesh Power Transmission Company Limited and 
Madhya Pradesh Power Generating Company Limited for their installations shall 
be paid within one month from the date of receipt of the bill after the inspection . 


(2 ) For installations coming under part- II ( Two) ( 2 ), the fee for respective half year 

shall be paid before 1st May and 1st November . In case the installation is not in 
use on the above dates , the fees for the each half year shall be paid before the 


installation is used . 


(3 ) For the new High Tension / Extra High Tension Generator, installation or new 

cinemas including additions or alterations , the fees shall be paid in advance and 
the treasury challan shall be send to the Electrical Inspector or Assistant 
Electrical Inspector along with application for inspection or approval of such 
installation . The inspection fee of the new installation shall be payable at the rate 
of 150 % as specified in Schedule Part- I (2 ) 


(4 ) For other new installations including addition or alteration and seasonal factories , 

the fees shall be paid before the installations are brought into use. 


(5 ) Fee payable for additional inspection shall be paid before the date specified by 

the Electrical Inspector in each case . 


(6 ) Fees under category part -I (6 ) shall be levied only for each subsequent inspection 

necessitated due to breach of any of the provision of the Electricity Act , 2003 or 
rules or regulation made theirunder, separate fee shall be payable for each service 
line tapped from the same pole . 


14 . 


In case the fee is not paid before the dates show in clause ( 13 ), the fee payable shall 
increase by 20 % 


15 . 


In Case the inspection or additional inspection is not carried out, the fees paid shall be 
adjusted in the subsequent year or half year. 


4M 4 ( 11 ) ] 


FEZTUET 1643 , fatich 2 7 2017 


247 


16. If any new installation is brought into use during the last two months of the financial 

year, the annual fee paid shall be deemed to cover the short period of the year in which 
the fee is paid as well as the full period of the next financial year . 


17. If 

If any installation is disconnected or dismantled before an inspection is carried out no 
fee shall be charged . 


18. 


In case ofmotor or other apparatus for charging purposes installed on trial for a period 
not exceeding 15 days, no fee shall be charged . 


19 . 


" year " for the purpose of this notification means a financial year. 


20 . 


The fee prescribed will be payable for each periodical inspection as per frequency of 
inspection shown in the schedule. First or initial inspection will be deemed to be the 
periodical inspection for the period in which the inspection has been carried out. For 
each additional inspection carried out due to breach of any of the provisions of the 
Electricity Act,2003 or rule and regulation made there under or the Cinematograph 
Rules and Regulations, 50 percent of the previous inspection fees will be charged . 


21. 


Fees for tests of apparatus is levied shall be defined under Part - IV . 


SCHEDULE FOR INSPECTION FEES 

PART - I 


Inspection and Testing fees of Electrical Installation having voltage up to 250 volt, 
more than 250 volt and up to 650 volt and above 650 volt Installations of Consumer, 
Producers , Licensee and Franchisee 


Class of Installation 


Capacity of Installation 


Fees in Rs. for 
each inspection 

( 3 ) 


Frequency of 
inspection 


( 2 ) 


(1 ) Consumer s Installations (Except Cinema/ Generating Station ) 
The Installation of the 1. Agricultural Pumps 

20 

Once in 5 Year 
Consumer, Generating 2. Other Installations 
Company, Transmission 

A - Up to 10 HP 
Company, Distribution (One) Flour Mill (Rural) 

100 
Company, Franchisee. ( Two) Flour Mill (Urban ) 

200 

Once in a Year 
( Three ) Others 

200 
B- Exceeding 10 HP to 50 HP 

300 
C- Exceeding 50 HP 

500 


1 
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( 2 ) Electrical Installation Up to 250 volt and above 
Transformer, Booster, Capacitor bank , Reactor, Power Station ,Motor and Generating set 
The Installation of the 1. Up to 25 KVA 

300 
Consumer, Generating 2. Exceeding 25 KVA & 

1000 
Company , Transmission 

up to 100 KVA 
Company , Distribution 3. Exceeding 100 KVA & 

2000 
Company, Franchisee. 

up to 500 KVA 
4. Exceeding 500 KVA & 

4000 

Once in a Year 
up to 1000 KVA 
5. Exceeding 1000 KVA & 

6000 
up to 5000 KVA 
6. Exceeding 5000 KVA & 

12000 
up to 10000 KVA 
7. Exceeding 10000 KVA & up 

16000 
to 50000 KVA 
8. Exceeding 50000 KVA 

20000 


(3 ) Installation of Circuit Breaker / Pannel above 650 volt capacity 
The Installation of the 1. Up to 11 KV 

500 
Consumer , Generating 2. Exceeding 11 KV & 

1000 
Company , Transmission 

up to 33 KV 
Company, Distribution 3. Exceeding 33 KV & 

2000 
Company, Franchisee . 
up to 132 KV 

At the time of 
4. Exceeding 132 KV & 

3000 

new / addition / 
up to 220 KV 

alteration 
5. Exceeding 220 KV & 

4000 
up to 400 KV 
6. Exceeding 400 KV 

5000 


( 4 ) New Installation of Overhead Line above 650 volt 


The Installation of the 
Consumer, Generating 
Company, Transmission 
Company, Distribution 
Company, Franchisee . 


200 


For each Circuit of Line and 
Kilometer or part thereof 
1. Up to 11 KV 
2. Exceeding 11 KV & 

up to 33 KV 
3. Exceeding 33 KV & 

up to 132 KV 


500 


1000 


At the time of 
new / addition / 

alteration 


2000 


4. Exceeding 132 KV & 

up to 220 KV 
5. Exceeding 220 KV & 

up to 400 KV 
6. Exceeding 400 KV 


3000 


5000 
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200 


(5 ) New Installaion of Cables / Busducts above 650 volt ( Except Overhead Line ) 
The Installation of the 

1. Up to 11 KV 
Consumer , Generating A. For First 100 meters or part 

500 
Company, Transmission 

thereof 
Company, Distribution B. For each additional 100 meter 
Company , Franchisee . 

or part thereof 
2. Exceeding 11 KV & 
up to 33 KV 

At the time of 

new / addition / 
A. For First 100 meters or part 

1000 

alteration 
thereof 
B. For each additional 100 meter 

500 
or part thereof 
3. Exceeding 33 KV 
A. For First 100 meters or part 

2000 
thereof 
B. For each additional 100 meter 

1000 
or part thereof 


(6 ) The Overhead Lines not covered by ( 4 ) 


1 . 


For each span 


50 


The Installation of the 
Consumer, Generating 
Company , Transmission 
Company, Distribution 
Company, Franchisee. 


2. For each crossing 


200 


PART- II UNDER SECTION 54 ( Electricity Act 2003 ) 


( 1) Permanent Places for marriage 


(One) Installations under 
Section 54 ( Electricity Act 
2003) ( Installation up to 
33 KV ) : 


1000 
2000 


Once in a Year 


3000 


5000 


1000 


( A ) Installations up 

to 100 KVA 
(B ) Installations exceeding 
100 KVA and 

up to 500 KVA 
(C ) Installations exceeding 

500 KVA and up to 1000 KVA 
(D ) Installations exceeding 

1000 KVA 
(2 ) Temporary Places for 

marriage 
(3 ) Nursing homes / Hospital / 

Hotels/ Shopping mall 
( A ) Installations up to 100 KVA 
(B ) Installations exceeding 

100 KVA & up to 500 KVA 
( C ) Installations exceeding 

500 KVA 


Before each 
connection 


Once in a year 


2000 
3000 


5000 
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2000 


Once in a year 


1000 


Twice in a year 


(Two) Cinema or other ( 1 ) Permanent Cinema or 
Place of Public 

theater or multiplex 
entertainment . 

( Each screen ) 
(2 ) For traveling Cinema or 

temporary place of public 

entertainment 
( Three) Other high voltage Equipment like X -Ray, Neon sign . 
Installations 

C.T. Scan etc. 


1000 


Once in a year 


PART- III OTHER ELECTRICAL INSTALLATIONS 


( I) Multi -Stories Buildings 
(II) Installation of Lift / 
Escalator 


For each Multi-Stories building 
For each Lift / Escalator 
installation 


2000 
2000 


Once in a year 
Once in a year 


PART- IV : TESTS OF APPARATUS 


For Testing of meters, other testing, the Fees payable shall be as follows 


S.No. 


Name of the test/ equipment to be tested 


Fee payable (Rs. Per 

meter/per Rest ) 


( 1) 


( 3 ) 


(a ) 


200 


( 2) 
Ammeter, Voltmeter, Watt Meter, Power FactorMeter , 
Frequency Meter, 
Energy Meter 


( b ) 


500 


Up to 20 Amps 
Exceeding 20 Amps 


1000 


(c ) 


Insulation Tester - 


500 Volts 


500 


Exceeding 500 Volts 


800 


( d ) 


Oil Test -Di- electric Strength /Acidity test 


300 


( e ) 


Insulation Test 


Low and Medium Voltage 


200 


High and extra High Voltage 


500 


( f) 


Voltage testing 


200 


Earth Tester 


500 
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THE FORM OF APPLICATION FOR TESTING OF ELECTRICAL APPARATUS AND OTHER TEST 


To , 


The Electrical Inspector, 


We are submitting the equipment/samples as per details below for testing - 


1. Name of the equipment. 
2. Name of the Manufacturer of the equipment. 
3. Equipment s Manufacture number. 
4. The capacity and voltage of the equipment. 
5. Details of the samples. 
6. Date of taking the sample 
7. Name and designation of the person who has taken out the sample . 


We hereby agree thatwe shall not claim from the Government of Madhya Pradesh 
or the Electrical Inspector any compensation for any damage to or loss of the 
apparatus due to any cause whatever during time to it remains in the custody of the 
Electrical Inspector . 
Place .... 
Date ......... 

(Signature of the applicant) 


Name....... 


..... 


Designation ....... 


Name of the Organization 


By order and in the name of the Governor of Madhya Pradesh , 

IQBAL SINGH BAINS, Addl. Chief Secy . 


नियंत्रक, शासकीय मुद्रण तथा लेखन सामग्री, मध्यप्रदेश द्वारा शासकीय केन्द्रीय मुद्रणालय, भोपाल से मुद्रित तथा प्रकाशित -2017 .. 


